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NOTIFICATIONS BY HEADS OF DEPARTMENTS , Etc . 

- - X -- 
PRIVATE ADVERTISEMENTS 
CHANGE OF NAMES 

NOTICE 
No Legal Responsibility is accepted for the Publication of Private Advertisement regarding Change of 
Name/Surname in the Andhra Pradesh Gazette . Persons notifying the changes will remain solely responsible for the 
legal consequences, if any and also for any other misrepresentation etc . however, Government do not accept any 
responsibility for its contents and is not a party to such advertisements . 

(By Order ) 
Commissioner of Printing , Stationery & Stores Purchase. 
I, V . CHANNIPAL Sto V . CHINNAIAH 

T, ANNAIAH KOTTE S / o CHINNA 
Qualification : S .S .C ., shall henceforth be known PULLAIAH , Qualification : 10 class , shall 
as V . Channipal S /o V . JAMES due to wrong henceforth be known as KOTTE SRIKANTH 
entries occurred in school records. 

S / KOTTE BALA PULLAIAH . 


V . CHANNIPAL 


ANNAIAH KOTTE 


Srisailam Project, 
30 - 11 -2016 . 


Duvvur, 
30 - 11 -2016 . 


I , VIPPARLA SEKHAR S / o 
I, BHUMA HARI BABU S / o BHUMA VIPPARLA SESHAGIRI, M . C . A . , shall 
SUBBA REDDY, S . S . C ., Farmer, shall henceforth be known as UPPERLA SEKHAR 
henceforth be known as BHUMA HARI BABU S /O UPPERLA SESHAGIRI for the purpose 
REDDY for the purpose of correction of wrong of correction of wrong entries occurred in school 
entries occurred in school records due to records due to parentalmistake . 
parental mistake. 

Vedurumudi, VIPPARLA SEKHAR 
J. Pangulur , 

BHUMA HARI BABU 30 - 11 - 2016 . 
30 - 11 - 2016 . 

I, NOORBHASHA JOHN BHASHA, 
I, SHAIK YEDUKONDALU S / o S /O NOORBHASHA JAINAVALI. Qualification : 
SHAIK CHINNA PEERASAHEB , B . Com ., 

B . Tech ., shall henceforth be known as SHAIK 
student, shall henceforth be known as SHAIK 

JOHN BHASHA S / SHAIK JAINAVALI. 
ELIL SAHEB . 

Pedakurapadu , 

NOORBHASHA 
Addanki, SHAIK YEDUKONDALU 30 - 11 - 2016 . 

JOHN BHASHA . 
30 - 11 2016 . 
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I, GURRAM EDUKONDALU S / o 

I, HARIJANA SHIVAKURMAR S / H . 
GURRAM PEDDA KOTAIAH , Former , shall CHINNA ERANNA , M /o H . MANJAMMA , 
henceforth be known as GURRAM Qualification : S . S . C ., Student, shall henceforth 
KONDALU . 

be known as MEDEHAL SHIVA MURTHY, 

S / o MEDEHAL CHINNA ERANNA , 
J Pangulur, GURRAM EDUKONDALU 

M / o MEDEHAL MANJAMMA for the 
30 - 11 - 2016 . 

purpose of correction of wrong entries occurred 

in school recors due to parental mistakes . 
My daughter H . DIL FAROZ JAHAN 
Age : 15 years, studying in Tenth Class , shall Kurnool, HARIJANA SHIVAKUMAR 
henceforth be known as H . AZULFA AYESHA. 30 - 11 - 2016 . 


Anantapuramu, H . NIJAMUDDIN 

I, KATUKOTA GEERAVANI, D / o 
30 - 11 - 2016 . Signature of the Parent. K . MUNIRATHNAM NAIDU , Qualification : 10th 

class, shall henceforth be known as 

SRIRAMINENI GEERVANI CHANDRA 
I, GOPINATI VIJAYA KUMAR S / O PRAKASH @ SRIRAMINENI VANI 
GOPINATI SEENAIAH , Qulification : S . S . C ., CHANDRA W /O SRIRAMINENI CHANDRA 
shall henceforth be known as GOPIREDDY PRAKASH due to marriage . 
VIJAY KUMAR S / o GOPIREDDY 
SEENAIAH for the purpose of correction of Chittoor, KATUKOTA GREERAVANI 
wrong entries occurred in school records due to 30 - 11 - 2016 . 
parental mistake. 


Podalakur, GOPINATI VIJAYA KUMAR 

I, PEDDI, SURYAKANTHAM D / o 
30 - 11 - 2016 . 

P . LATCHAIAH (Late ) , house wife , shall 
henceforth be known as VARADA 

SURYAKANTHAM W / o V . GANAPATHI 
I . KOMMU PRASADA RAO S / o due to marriage . 
KOMMU PULLAIAH , Qualification : S . S . C ., 
shall henceforth be known as KOMMU Srikakulam , P . SURYAKANTHAM 
SARVESWARA RAO . 

30 - 11 - 2016 . 


Chintalapudi, KOMMU PRASADA RAO 

I, TIRUPATHI D /O GADIPARTHI 
30 - 11 - 2016 . 

PUNNAIAH , House wife, shall henceforth be 
known as TATIKONDA TIRUMALA W /o 

TATIKONDA RAMAMURTHY due to 
I, PALIPATI BONUS REDDY S / marriage. 
PALIPATI SIDDA REDDY, Qulification : B . Sc ., 
shall henceforth be known as PALIPATI Ongole . 

TIRUPATHI 
INDRADITYA 

BRIHASPATHI 30 - 11 - 2016 . 
BHUVANESHWAR . 


Tirupati, PALIPATI BONUS REDDY 

I, DHEEKOLLU SUNANDA KHANNA 
30 - 11 - 2016 . 

S /o DHEEKOLLU SUDHAKAR , Qualification : 
M .Sc ., B . Ed ., Designation : Secondary Grade 

Teacher ( S .G . T .) shall henceforth be known as 
I, VEERABATHULA NAKSHATRAM DEEKOLLU SUNAND KHANNA S / o 
D / o V . RAMUDU , Qulification : M . Com ., DEEKOLLU SUDHAKAR for the purpose of 
shall henceforth be known as VEERABATTINA 

correction of wrong entries occurred in school 
NAKSHATRAM D /o V . Ramudu . 

records due to parental mistake . 


Vijayawada , 
30 - 11 - 2016 . 


VEERABATHULA 
NAKSHATRAM 


Hanuman Junction , DHEEKOLLU SUNANDA 
30 - 11 - 2016 . 

KHANNA 


November 30 , 2016 ]. ANDHRA PRADESH GAZETTE EXTRAORDINERY 
I, DUVVURU HASEENA , D / O 

I, MADIRALA NAGA PARVATHA 
D . HUSSENPEERAN SAHEB . Qualification : VARDHANAMMA D / O MADDIRALA 
H . P . T . C ., shall henceforth be known as 

as VARADA SOMANDHA SARMA, Qualifica 
DUVWURU HASIINA W / o D . CHAND tion : B . Com ., house wife , shall henceforth be 
BASHA . 

known as MADDIRALA NAGA VASAVI 

W /o RAJESH KUMAR for the purpose of 
Anantapuram , DUVVURU HASEENA Numerology . 
30 - 11- 2016 . 

West Godavari , MADIRALA NAGA 
I, VEERAIAH CHINTAMREDDY S / O 30 - 11 - 2016 . PARVATHA VARDHANAMMA 
CH .KRISHNAIAH , Qualification : M . B . A ., shall 
henceforth be known as VEERAREDDY 

I, GAJULA HANNAH D /O GAJULA 
CHINTAMREDDY S / o CH . KRISHNA CHANDRA RAO , shall henceforth be known as 
REDDY for the purpose of correction of GAJULA HANNAH SIRI D / o 
wrong entries occurred in school records due to GAJULA CHANDRA RAO . 
parentalmistakes. 

Kakinada , GAJULA CHANDRA RAO 
Tirupati , 

Ch . VEERAIAH 30 - 11 - 2016 . Signature of the Parent 
30 - 11 - 2016 . 

I, VENKATESWARA RAO KONDA 
I, B . BALAJI S / o B . THIPPA NAICK S / o SRINIVASULU KONDA , Qualification : 
and B . LAKSHAMMA , Qualification : S .S . C ., B . E ., shall henceforth be known as VENKAT 
shall henceforth be known as B . BALAJI NAIK KONDA S / o Srinivasulu Konda for the 
S / o B . TIPPA NAIK and B . LAKSHMAMMA 

purpose of correction of wrong entries occured 
for the purpose of correction of wrong entries 

in school records due to parentalmistake . 
occurred in school records due to parental 
mistakes . 

Atmakur , VENKATESWARA RAO 
30 - 11 - 2016 . 

KONDA 
Tirupati, 

B . BALAJI 
30 - 11 - 2016 . 

I , KONA RAJESH S / o KONA 

CHANDRA RAO , Qualification : Student, shall 
I, ADITYA GORTI S /O MADHUSUDHANA 

henceforth be known as Kona Rajesh S / KONA 
RAO , Qualification : B . Tech., shall henceforth be 

CHANDRA SEKHAR RAO for the purpose of 
known as ADITYA SRINIVAS BHAMIDIPATI 

correction of wrong entries occurred in school 
S /o BHAMIDIPATI JAGADAMBA W /o (Late ) 
BHAMIDIPATI NARAYANA MURTI due to 

records due to parental mistake. 
adoption . 

Baddumarri , 

K . RAJESH 
Visakhapatnam , 

ADITYA GORTI 

30 - 11 - 2016 . 
30 - 11 - 2016 . 

I , MEDIKONDA NANDINI D / o 
I. GARE PAKIR ANURADHA D / O MEDIKONDA VENKATESWARLU M / o 
G . NUKA RAJU , B . Com ., Housse Wife , shall Mi 

e shall MEDIKONDA LALITHA , Qualification : Inter 
henceforth be known as SINGUPILLA 

mediate , Occupation : Student, shall hence 
ANURADHA W /O SINGUPILLA BALAJI forth be known as MEDIKONDA 
due o marriage . 

NAKSHTTHRA D /o Medikonda Venkateswarlu , 

M / o Medikonda Lalitha . 
Visakhapatnam , GARE PAKIR ANURADHA 
30 - 11 - 2016 . 

Guntur, 

M . NANDINI 

30 - 11 - 2016 . 
I, SINGUPALLI BALAJEE S /o (Late ) 
S . SURYANARAYANA , B . Com ., BSNL 

I, NAGABANDI PADMAVATHI D /o 
Employee , shall henceforth be known as NAGABANDI YADAGIRI, Qualification : Xth 
SINGÚPILLA BALAJI S / o (Late ) class , shall henceforth be known as 
S . Suryanarayana for the purpose of correction KANDAGATLA PADMAVATHI W / 
of wrong entries occurred in school records due KANDAGATLA LAKSHMI NARAYANA 
to parental mistake . 

due to mymarriage . 


Visakhapatnam , 
30 - 11- 2016 . 


SINGUPALLIBALAJEE Kurnool 

30 - 11- 2016 . 


N . PADMAVATHI 
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I, KONDURU VENKATESWARLU I , KIRTI S /o YELAMANCHALI 
S /o KONDURU VENKATA RAJU , Qualifica - KISHORE , M /0 . KIRANMAYEE , Student of 
tion : B . A ., T . T . C ., Designation : Secondary B . Tech Final Year, shall henceforth be known as 
Grade Teacher shall henceforth be known as YELAMANCHALI KIRTI S /o Yelamanchali 
KONDURU VENKATESWARLU RAJU . Kishore , for the purpose of correction of wrong 

entries occured in school records due to parental 
Nellore, KONDURU VENKATESWARLU mistake . 
30 - 11- 2016 . 

Indugupally, 

KIRTI 
30 - 11- 2016 . 


I, SUNKIREDDY SEENAIAH , 
S / o NARASA REDDY , Designation : Teacher, 
Z . P . H . School, Qualification : B . A ., B . Ed ., shall 
henceforth be known as SUNKIREDDY 
SREENIVASULU REDDY S /o Narasa Reddy for 
the purpose of correction of wrong entries occured 
in school records due to parental mistake. 


SUNKIREDDY SEENAIAH 


Dachuru , 
30 - 11 - 2016 . 


